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Louvres: Universal 


UNIVERSAL LOUVRES - GENERAL USE 


LO-25092 LO-25101 LO-25105 
BLACK PLASTIC BLACK PLASTIC BLACK PLASTIC, PART CHROMED FACE 
OUTSIDE DIAMETER: 100 тт DIMENSIONS: 113mm X 65mm DIMENSIONS: 114mm X 70mm 
APERTURE: 69 mm APERTURE: 104mm X 57mm APERTURE: 108mm X 63mm 
FOUR SNAP-IN CLIPS BUILT IN FOUR SNAP-IN CLIPS 
TAKES 57mm DUCTING (сап use 62mm) INCLUDES LS-55130 62mm DUCT ADAPTOR 


ИЕЛЕ ггг) 


LO-25130 LO-25145 LO-25164 
BLACK PLASTIC BLACK PLASTIC, PART CHROMED FACE BLACK PLASTIC, 2 CHROME STRIPS 
DIMENSIONS: 125mm X 39mm DIMENSIONS: 138mm X 55mm DIMENSIONS: 153mm X 48mm 
APERTURE: 121mm X 36mm APERTURE: 130mm X 46mm APERTURE: 145mm X 42mm 
FOUR SNAP-IN CLIPS FOUR SNAP-IN CLIPS FOUR SNAP-IN CLIPS 


LO-25300 LO-25350 LO-25375 
BLACK PLASTIC -ONE CHROMED RING BLACK AND CHROMED PLASTIC BLACK PLASTIC 
OUTSIDE DIAMETER: 75 mm OUTSIDE DIAMETER: 69mm OUTSIDE DIAMETER: 69mm 
APERTURE: 58 mm APERTURE: 61 mm APERTURE: 61 тт 
TAKES 62 тт DUCTING TAKES 62 тт ООСТІМС TAKES 62 тт DUCTING 

РАКТ Мо. STYLE COLOUR DIMENSIONS APPLICATION - INFORMATION 
LO-25092 CIRCULAR BLACK 3.9" (100 mm) dia. UNIVERSAL, WITH PROVISION FOR 2.5" (62 mm) DUCT 
LO-25101 RECTANGULAR BLACK 113 X 65 тт UNIVERSAL, WITH PROVISION FOR 2.25" (57 mm) DUCT 
LO-25105 RECTANGULAR BLACK/CHROME 114 X 70mm UNIVERSAL, WITH PROVISION FOR 2.5" (62 mm) DUCT 
LO-25130 RECTANGULAR BLACK 125 X 39mm UNIVERSAL 
LO-25145 RECTANGULAR ВГАСК/СНКОМЕ 138 X 55mm UNIVERSAL 
LO-25164 RECTANGULAR ВГАСК/СНКОМЕ 153 X 48 тт UNIVERSAL 
LO-25300 EYEBALL BLACK/CHROME 3.0" (75 mm) dia. PROVISION FOR 2.5" (62 mm) DUCT 
LO-25350 EYEBALL CHROME 2.7" (69 тт) іа. PROVISION FOR 2.5" (62 тт) DUCT 
LO-25375 EYEBALL BLACK 2.7" (69 mm) dia. PROVISION FOR 2.5" (62 mm) DUCT 


UNIVERSAL LOUVRE ACCESSORIES 


LS-55100 LS-55130 LS-60650 
2.5" (62mm) AIR DUCT ADAPTOR 2.5" (62mm) AIR DUCT ADAPTOR 2.5" (62mm) 3-WAY AIR DUCT 
FITS LO-25105, LO-25110 ADAPTOR 
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Special / OEM Application 


Louvres: 


LOUVRES - SPECIAL APPLICATION 


PE к=к===——=— С 
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05-11282 


BLACK PLASTIC 
TWO CHROME STRIPS ON FACE 


LOS-11592 
BLACK PLASTIC 
PARTIAL CHROME FACE 


LOS-98513 - BLACK PLASTIC LOS-98612 - BLACK PLASTIC LOS-98613 - BLACK PLASTIC 


OUTSIDE DIAMETER: 122mm OUTSIDE DIA: 51 mm OUTSIDE DIA: 116 mm 
APERTURE: 116mm APERTURE: 46.5mm APERTURE: 112 mm 
RETAINING CLIP: (NOT SUPPLIED) RETAINING CLIP: (SUPPLIED) RETAINING CLIP: (SUPPLIED) 
MAKE MODEL APPLICATION TYPE OE PART No. / NOTES PART No. 
AIR CHIEF EV-11282 UNDERDASH RECTANGULAR LOS-11282 
KYSOR KA300/E20000 ROOFTOP ROUND 360157 LOS-98513 
RED DOT R6000/R9727 ROOFTOP ROUND 5-3596-0 72R3050 LOS-98612 
RED DOT R6000/R9727 ROOFTOP ROUND 5-3846-0 72К3200 LOS-98613 
UNICLA IMPERIAL-VIII UNDERDASH SUPERKING 10111 05-11592 


